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STATINTL 


STATINTL 
STATINTL 


STATINTL 


25 August 1977 


MEMORANDUM FOR: Acting Executive Officer, ODP 


FROM H 
Acting Chief, Management Staff 


SUBJECT : Report for Week Ending 26 August 1977 


Supplemental Funds Received 

ODP has received ae el from the DDA to supplement our 
reprogrammed from TADS to make the advanced FY-78 STATINTL 

payment of ee 1 September 1977. ODP will 

procure minicomputers for OL and OP and restore funds to 

PADS in FY-73. J 


RFP for IBM 360/195 Replacement STATINTL 


RFP 15-77A for a replacement for the IBM 360/195 com- 
puter was mailed to 9 prospective bidders. Bids are due 
in by COB 16 September 1977. 


Cancellation of Delivery of Fourth IBM 370/168 STATINTL 


A memorandum was sent to OL requesting cancellation of 


a of the fourth IBM 370/168 computer under contract 


Memorandum to OL for Planning STATINTL 


A memorandum was sent to OL for their information and 
planning which summarizes additional personnel and computer 
installation space and utilities through FY-83. a 


STATINTL 
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